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J5284 
Cy V of 4, 

12 April 1956 

FOR: Chl^, Real iSatata A CoBstrootlon i^ivlaloa 
ATTSK^IOS: TalapbOBa Saotloa 

FROM: PCS/DCl 

Balooatloa of Talaphoaaa 


25X1 


25X1 


1. It la raqaaatad that tha two axtanaiona | ^t»a ralocatad. 

Thaaa laatroBaiita ara aow looatad in rooaa 536-1' aai dua to eoaa tract Ion 
of a sliding panel in that rooa they will ha of ao ota In their praaaat 
poaitlon. It it raqaaatad oaa of tha»e eztanaioaa ha placed la roost 
53f^O Rad the other in room 536-H. 


2. It i« alao raquaetad that a haxsar ayttaa be installed in roost 
538-3 and thli la to riaf: la rooa 538-J. 
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CPWrhpa (12 Apr 56) 
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